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T/ CHIMNEY 

39' - 0" (727.00') 

T/ MAIN RIDGE 

35’-5 11/16” >723.47') 


ROOF MIDPOINT (MAX HT) 

29’-11 7/8” (717.99') 


PAINTED METAL CLAD BAY WINDOW 


T/ 2n d Floo r Cornice 

24'-6" (712.50') 


SECOND FL OOR CEIL ING 

20’ - 0" (708.00') 





PAINTED METAL GUARDRAILS AT - - 
BALCONY, TYP.; FINAL DESIGN TBD 

TREE SCREEN AT NORTH AND - 
SOUTH PROPERTY LINES 

PAINTED METALCLADDING AT EXTERIOR 
COLUMN, BALCONY STRUCTURE, AND 
TRELLIS STRUCTURE, TYP. 


SECOND FL OOR 

10' - 0" (698.00') 


FIRST FLOOR CEILING 

T - 0" (695.00') 
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LIMESTONE-CLAD CHIMNEY WITH 
CUSTOM LIMESTONE CAP, TYP. 


SHINGLE ROOF, REGULAR 
RECTILINEAR TYPE 


LIMESTONE TRIM AROUND WINDOW 
AND DOOR OPENINGS 


LIMESTONE CORNICE W/ 
CONCEALED GUTTER 

PAINTED METAL COLLECTION BOX 
AND DOWNSPOUT, TYP. 

ALUMINUM-CLAD WINDOWS AND 
DOORS, TYP. 


LIMESTONE CLADDING 
LIMESTONE BELT COURSE 



PERIMETER GUARDRAILS PER CODE; TO 
BE SCREENED BY CONTINUOUS 
PLANTINGS BOTH SIDES 


■ 


STREET CURB 

O'-O" (688.00') 


FIRST FLOOR 

-5' - 0" (683.00') 

00 GRADE 

-7'-0" (681.00') 


m 

i _ 7 i r 


EXISTING GRADE 


TOP OF WALL AT GUARDRAIL HEIGHT 


- CONCRETE RETAINING WALL AT 
-PROPERTY LINE, TO BE PLANTED WITH - 
TREE SCREEN ABOVE AT GRADE - 


BASEMENT CEILING 

-10'-0” (678.00') 

-11'-0" (677.0(7) 


-LIMESTONE CORNICE W/ - 
CONCEALED GUTTER 

LIMESTONE CLADDING - 

PERIMETER GUARDRAILS PER CODE; TO 
BE SCREENED BY CONTINUOUS 
PLANTINGS BOTH SIDES 


CONCRETE RETAINING 
WALL; TO BE SCREENED 
BY DENSE PLANTINGS 
ALONG NORTH & SOUTH 
SIDES OF RESIDENCE 


BASEMENT 

^24\|>" (663.50') 

POOL DECK- 

-25' -0" (663.00') 

LOW POOL DECK 

-27'-6” (660.50') 


EXISTING GRADE 


NORTH ELEVATION 
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reserved. Any discrepancies shall be reported immediately 
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should be used. Contractors and fabricators to verify all 
dimensions on site prior to beginning Work. 
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